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CONFIDENTIAL CAIRO 7085 

E.O. 11652: GDS 
TAGS: PINT EG 

SUB J : FIRE DAMAGE TO AUC LIBRARY LAST AUGUST 
REF: (A) CAIRO 10771 (B) 10845 

1 . AUC CONTRACTOR IS PROCEEDING WITH THE LABORIOUS TASK OF 
CHIPPING AWAY POURED CONCRETE OF NEW AUC LIBRARY BECAUSE OF 
STRUCTURAL DAMAGE CAUSED BY FIRE LAST AUGUST (REF A). 

2. FOR THE RECORD, WHILE AUC OFFICIALLY ACCEPTED GOE REPORT 
THAT FIRE WAS ACCIDENTIAL (PARA 2 REF B), IN FACT, AUC 
AUTHORITIES ARE CONVINCED IT WAS SABOTAGE. WHILE THERE IS NO 
FACTUAL EVIDENCE, TIMING OF FIRE, (SHORTLY AFTER LIBYAN SPONSORED 
MUGAMMA BOMBING IN CENTRAL CAIRO) AND FACT THAT AUC IS 
AMERICAN INSTALLATION LEAD AUC OFFICIALS TO RELIEVE FIRE WAS 
LIBYAN -INSTIGATED. 
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